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Aleohol in blood, a simple method for 
determination of, 85 

Alcohol in blood and urine, see also photo- 
electric colorimeter, ete., 66 

Amylase, blood, measurement of activity 
by cuprous oxide precipitation, 62 

Antisheep hemolysin, an improved method 
for the production of, S4 

Author index, 100 

Bact. granulosis (Noguchia granulosis), an 
improved technic for the isolation of, 19 

Blood, see also Amylase, measurement of 
activity by cuprous oxide precipita- 
tion, 62 

Board of Registry, Meeting with the Ad- 
visory Committee of Medical Tech- 
nologists, 17 

Cellophane cover slips, 57 

Colorimeter, see also Nemographie chart, 45 

Concentration technic for gametocytes of 
estivo-autumnal malaria, S 

Decaleification in vacuo, 89 

Eosin Y for tissues, 16 

Extractor, Continuous, 
vacuum-operated, 96 

Filtra-pak bags, Use of, in a rapid method 
for paraffin sections, 93 

Fluoroscopic method, Use of, for diagnosis 
of M. tuberculosis in sputum, 61 

Iron hematoxylin, Simple method for 
tissues, 10 

Kahn test, Studies of, Il. Evaluation of 
results obtained with plasma, 33 

Malaria, see also Concentration technic for 
gametocytes of — estivo - autumnal 
malaria, 8 

Micro filter, Centrifugal, for filtering small 
amounts, 68 

Micro-prothrombin test, see also Pro- 
thrombin test, Micro, 1 

Needle and observation tube, Improved, for 
the collection of blood for Trans- 
fusion, 91 

Nessler’s solution, Stabilized, 60 

Nomographie chart, for the colorimeter, 45 

Paraffin sections, see also Filtra-pak bags, 
ete., 93 

Petri dish holder, Simplified, 71 

Photoelectric colorimeter, Adaptation of, 
to the colorimetric determination of 
aleohol in the blood and urine, 66 


Prothrombin, One-minute bed-side method, 
51 

Prothrombin test, micro, Rapid Bedside, 1 

Prothrombin test, Simplified, 64 

Rabbit cage, Improved, 70, 77 

Rack, see also Wintrobe sedimentation 
tubes, 32 

Red cells, Method fer measuring, 50 

Registry of Medical Technologists of the 
American Society of Clinical Patholo- 
gists, Questions for written examination 
held in October, 1941, 74 

Registry of Medical Technologists of the 
American Society of Clinical Patholo- 
gists, Questions for written examination 
held in May, 1942, 75 

Roentgenographiec method for determina- 
tion of the degree of decalcification in 
preparation of tissues for histologic 
examination, 89 

Rotator, Simplified, for blood typing and 
slide test for syphilis, 72 

Serial sections, Plastic mount for, 47 

Shaker, Mechanical, home-made, 5S 

Slide shaker for Kline and blood matching 
tests, Inexpensive, 98 

Spermatozoa, Simple and reliable method 
for staining, 9 

Spinal fluid, Errors in protein estimation 
with sulphosalieylic acid reagent, 37 

Sputum, see also Fluoroscopic method, Use 
of, for Diagnosis of M. tuberculosis in 
sputum, 61 

Starch-free agar agar base, see also Starch 
mediums, 82 } 

Starch mediums, Preparation of high per- 
centage and a starch-free agar agar 
base, 82 

Sternal marrow, human, Comparison of the 
needle vs. the trephine in the study of, 43 

Streptococci, hemolytic, Importance of 
culturing under increased carbon di- 
oxide tension, 55 

Sulfanilamide and its derivatives, Deter- 
mination in blood, 22 

Sulfanilamide determination, Error in, 
due to novoeaine, 53 

Surface area, Logarithmic table for eal- 
culating, 11 

Transfusion, see also Needle and Obser- 
vation tube, ete., 91 

Tungstie acid solution, Note on the prepara- 
tion of, 15 

Wintrobe sedimentation tubes, Rack for, 32 
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